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• Chandra is unique - IC443 

• Chandra is essential - Crab monitoring 

• Chandra is long-lived and well calibrated - SN 1987A 


Vital to astronomy and astrophysics for the foreseeable future 
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-'Chandra i$ UnicfUe 


No other X-ray observatory, now or in the foreseeable future, 
approaches Chandra’s angular resolution and sensitivity for X-ray 
source detection and mapping 

IC 443 Supernova Remnant 


0.5-2 keV 


Doug Swartz et at. (2U14) 
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? . ^ ^phandra iS'Essential 

Chandra is well-matched to capabilities of major observatories at 
all wavelengths, making it critically important for providing a more 
complete view of many phenomena 

Monitoring the Crab to search for the site of the y-ray flares 
Also stimulates the development of new analysis techniques 


Crab Collaboration (2014) 
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. Ch^d/aH^Long-Liv^cj and Well-Calibrated 

Stable and calibrated performance provide another dimension to 
Chandra’s uniqueness and usefulness to the community 

Long-term monitoring of SN 1987A (3.6" x 3.6") 
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